Approved Eor Release : CIA-RDP61-0QZ63A000200090102-1 


OF '>*671^' 59 


6 October 1959 


mmmm mn Acting chief, upd-sd/p 

saaiiCT : ifiSfuaetioa Bapart, Period finding 3D S e gte is bcr 1959 


1- H» foLLowing aslfunctioa Infcrasatian i* presented for the period 
ending 3D ss^teatoar 1959s 

I. OgMey»i,ca&i oga 

A» Detachment tt ST 

1* 9yitc» 1X1* Two failures of tie third local 
oscillator hoard discriminator. One failure 

w Oa ftXMlOR 

2* 3y«tesa ¥1. dan instance of ^awaed tape end 
one instance of loan of the 3RD mrfcer tone 

3* SYstam VII. During Mission *13? a Mover 
aotor in a power supply felled which soused 
«<wal c c«s pa a e a at a to overeat eat buna out. 

B* Betadbnertt ”0” 

Failure of the Bystea HI and VI on Missions 60&, 

6030# 60 * 2 , and So**. Only partial success was 
reported on Missies 6o*C. Total equtpwnttfc mal- 
functions warn 6 each reorders, 8 eodb third local 
oecillator boards, 2 each info amplifier power 
supplies, 1 each distributed amplifier and 1 *m*b 
tbser . Has mason for the Malfunctions was boned 
on taming the equlpnent an «fc altitude, a proco&uw 
Which tow been standard at Setacdxnmt ”ST for this 
aguipmant* 


A. During tbs period 1 ss y taa fe a r 1959 through 30 September 
there ware a total of twenty-two a ds a i e ns reported 
flown using photographic equipment. B^uipaants aal- 
ftatctioced on two of these missions giving am overall 
affeofcivaasss of 9l£* 
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XI* Bgotamra^e Bqulgaacat (Oca*t*4) 

B. Equipaast reliabil ity for the above ref ereaeed period we: 

A"1 Coef, A»2 Coaf . B Ccof, fraetors 

Mleeione Flovn 0 5 IS 21 

Malfunctions 0 0 0 2 

Per Seat 2ff. 0 IQOp lOOl, $0.0% 

C. Qa Miseion So, CS*59*i§ tractor, SR-9, «i daaaaed 
aaad w returned to the depot fa* retire and awestoul. 


25X1 A 


mb/ppp-bs/j H 
Met: 0 - A/CB/m> 
1 - D©/P 
i * c/aes/tm 
i - c/mr/sm 
. i - ri/ofe 


ET® 


Chief, Materiel Breech 
bkhod/p 


SiSHEJ 
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